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PROPOSED CROSSWALK 
W/RRFB 


WHEELCHAIR RAMPS (TYP.) 


PROPOSED CURB EXTENSIONS 


PROPOSED CURB EXTENSIONS 


PROPOSED 
RETAINING WALL 
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SCALE: 1" = 40' 
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LEGEND: 


PROPOSED 5' CONCRETE SIDEWALK 

PROPOSED 6" VERTICAL GRANITE CURB 
PROPOSED LANDSCAPE AREA 
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MASSACHUSETTS SAFE ROUTES TO SCHOOL 
INFRASTRUCTURE APPLICATION PROGRAM 

10% CONCEPT PLAN 


STRATTON ELEMENTARY SCHOOL 
ARLINGTON, MASSACHUSETTS 
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